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ISCO 

Luminants 

for 

RESIDENTIAL 
COMMERCIAL  and 
INSTITUTIONAL 
PURPOSES 


Incandescent  Supply  Co. 

M.\NUFACTURERS  &  IMPORTERS 
468-471  \\'.  Broadway,  New  York  City 


Pittsburgh,  Pa. 
Chicago,  III. 

St.  Louis,  Mo. 

San  Francisco,  Cal. 


Distributing  Departments 

636-638  Liberty  Avenue 
76-78  West  Lake  Street 
1121-1123  Locust  Street 
726-730  Mission  Street 


LONDON  LIGHTINGWARES  CORP. 
583-587  Broadway 
New  York  City 


THE  NEWLAND  CORPORATION 
173  N.  E.  Eleventh  Street 
Miami,  Florida 


#olb  Cbge  Hint 


'HE  GOLD  EDGE  LINE  OF  ISCO  LUMINANTS 
illustrated  in  this  catalog  has  been  beautifully  de¬ 
signed  and  planned  most  carefully.  This  line 
stands  out  by  itself  in  beauty  of  finish  and  uniqueness 
of  design.  A  suitable  decoration  for  the  finest  room  and 
easy  on  the  eyes. 


Highest  quality  is  assured  as  these  luminants  are  made  of 
the  finest  cast  material,  manufactured  and  finished  by  the 
highest  class  of  workmen  and  artisans. 


This  line  is  made  in  one  finish,  namely:  Venetian  Bronze. 


Venetian  Bronze  Finish  consists  of  wonderfully  blended 
autumn  foliage  colorings  with  golden  highlights  on  a 
beautiful  soft  reddish  brown  ground.  This  finish  is 
ideally  harmonious  in  colorings  that  will  fit  into  any 
surroundings  and  add  charm  and  beauty  to  the  room. 
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Bracket  Luminants  wired  with  rotary  switches 
in  back  plates. 

Dro^  Luminants  wired  with  keyless  sockets. 
Ceiling  Luminants  wired  with  keyless  sockets. 
Candle  Luminants  wired  with  keyless  sockets. 
Hall  Luminants  wired  with  keyless  sockets. 


No.  26041 

One-Light 
Extends  4^  Inches 
Wall  Plate  554  x  Inches 
Canopy  Switch 

Wired . $7.00 


Gold  Edge 
Luminants 


No.  26031 


Five-Light 

Spread  16  Inches — Length  1654  Inches 
Keyless  Sockets 

Wired . $30.00 


VENETIAN 

BRONZE 

FINISH 


No.  26033 
Five-Light 

Spread  16  Inches — Length  36  Inches 
Keyless  Sockets 

$39.00 


No.  26040 

Two-Light 
Extends  454  Inches 
Wall  Plate  554  x  12^4  Inches 
Canopy  Switch 

Wired . $1  LOO 


No.  26032 
Five-Light 

Spread  16  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . - . $39.00 


Wired. 


No.  26019 

One-Light 

Extends  6/s  Inches— Back  5/s  Inches  Wide 
Length  Over  All  15  Inches 
Canopy  Svritch 

Wired . $9.00 


No.  26012 
Five-Light 

Spread  21^  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $48.00 


Gold  Edge 
Luminants 


No.  26014 
Three-Light 
Spread  7j4  Inches 
Length  36  Inches 
Keyless  Sockets 
Wired . $20.00 


VENETIAN 

BRONZE 

FINISH 


No.  26017 

Two-Light 

Extends  4/  Inches — Spread  10^  Inches 
Back  554  Inches  Wide 
Length  Over  All  15  Inches 
Canopy  Switch 

Wired . $14.00 


No.  26015 

Five-Light 

Spread  20  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $45.00 
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No.  26023 
One-Light 

Extends  Inches — Back  5?4  Inches  Wide 

Length  Over  All  14  Inches 
Canopy  Switch 

W’i  red . $9.00 


Gold  Edge 
Luminants 


No.  26016 
One-Light 

Cylinder  5}4x754  Inches 
Amber  Crackled  Glass 
Length  36  Inches 
Wired . $17.00 


VENETIAN 

BRONZE 

FINISH 


No.  26018 
Five-Light 

Spread  22}4  Inches — Length  36  Inches 
Keyless  Sockets 

. . $48.00 


No.  26024 
Two-Light 

Extends  454  Inches — Spread  10  Inches 
Back  554  Inches  Wide 
Length  Over  All  14  Inches 
Canopy  Switch 

Wired .  $14.00 


No.  26011 


Five-Light 

Spread  20  Inches — Length  36  Inche 
Keyless  Sockets 

Wired . 


$45.00 


Wired. 


No.  26046 

Two-Light 
Diameter  14  Inches 
Length  9  Inches 
Keyless  Sockets 

Wired . $30.00 


No.  26020 
One-Light 

Amber  Crackled  Glass  Cylinder 
8x10  Inches 
Length  36  Inches 
Keyless  Sockets 


No.  26022 
One-Light 

Diameter  24  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $57.00 


VENETIAN 

BRONZE 

FINISH 


No.  26034 

.  One-Light 

Spread  Inches 
Length  36  Inches 
Keyless  Sockets 

Wired . $8.50 


No.  26035 
Two-Light 

Diameter  14  Inches — Length  36  Inches 
Keyless  Sockets 


Wired 


$27.00 


Wired 


$42.00 
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Gold  Edge  Luminants 


No.  26045 
Five-Light 

Spread  16  Inches — Length  10  Inches 
Keyless  Sockets 

Wired . $22.00 


No.  26001 
Five-Light 

Spread  16  Inches — Length  8  Inches 
Keyless  Sockets 

Wired . $18.00 


No.  26003 


VENETIAN 

BRONZE 

FINISH 


No.  26002 


Five-Light 

Spread  16  Inches — Length  36  Inches 
Keyless  Sockets 


Five-Light 

Spread  16  Inches — Length  36  Inches 
Keyless  Sockets 


Wired, 


$25.00 


Wired 


$25.00 


Gold  Edge  Luminants 


No.  26044  No.  26004 

Four-Light  Four-Light 

Spread  14  Inches — Length  10  Inches  Spread  14  Inches  Length  8  Inches 

Keyless  Sockets  Keyless  Sockets 

Wired .  $19.00  .  $16.50 


VENETIAN 

BRONZE 

FINISH 


No.  26006 


No.  26005 


Four-Light 

Spread  14  Inches — Length  36  Inches 
Keyless  Sockets 

$23.00 


Four-Light 

Spread  14  Inches — Length  36  Inches 
Keyless  Sockets 

Wired 


Wired 


$23.00 


Gold  Edge  Luminants 


No.  26025 

Three-Light 
Spread  12}4  Inches 
Length  7  Inches 
Keyless  Sockets 

Wired . $14.00 


No.  26043 

Three-Light 
Spread  Inches 
Length  10  Inches 
Keyless  Sockets 

Wired .  $16.00 


No.  26027 


VENETIAN 

FINISH 

BRONZE 


No.  26026 


Three-Light 
Spread  12j4  Inches 
Length  36  Inches 
Keyless  Sockets 


Three-Light 
Spread  12jr^  Inches 
Length  36  Inches 
Keyless  Sockets 


Wired 


$20.00 


Wired 


$20.00 


Gold  Edge  Luminants 


No.  26007 

Two-Light 
Plate  12x6}4  Inches 
Length  Inches 
Keyless  Sockets 

Wired . $9.00 


No.  26029 
One-Light 

Diameter  of  Canopy  6  Inches 
Length  7}4  Inches 

Wired . $3.80 


No.  26042 

Two-Light 
Spread  12  Inches 
Length  10  Inches 
Keyless  Sockets 

Wired . $12.00 


No.  26009 

Two-Light 
Spread  12  Inches 
Length  36  Inches 
Keyless  Sockets 

Wired . $15.00 


VENETIAN 

BRONZE 

FINISH 


No.  26021 

Three-Light 
Diameter  12^  Inches 
Length  7  Inches 
Keyless  Sockets 

Wired . $12.00 


No.  26008 

Two-Light 
Spread  12  Inches 
Length  36  Inches 
Keyless  Sockets 

Wired . $16.50 
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Gold 


No.  26010 

One-Light 
Diameter  8  Inches 
Length  Inches 
Keyless  Socket 

Wired . $4.50 


Edge  Luminants 


No.  26028 
One-Light 

Diameter  of  Ceiling  Plate 
4j4  Inches 
Length  3^  Inches 
Keyless  Socket 

Wired . $3.00 


No.  26030 


One-Light 

Diameter  of  Canopy 
6  Inches 

Length  36  Inches 
Chain-Pull  Socket 
Wired . $4.50 


No.  26038 
Two-Light 

Height  to  Top  of  Bulb  15  Inches 
Oval  Base  8x5  Inches 
Spread  12j4  Inches 
Canopy  Switch 

Wired . $14.00 


VENETIAN 
BRONZE  FINISH 


r  ^ 


One-Light 

Height  to  Top  of  Bulb 
18  Inches 

Oval  Base  8x5  Inches 
Canopy  Switch 
Wired . $10.00 


/ 


Three-Light 

Height  to  Top  of  Bulb  18  Inches 
Oval  Base  8x5  Inches 
Spread  Inches 
Canopy  Switch 

Wired . $16.00 
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Hand  Wrought  Swedish  Iron  Luminants 


No.  9008 

One-Light 
Spread  654  Inches 
Length  7j4  Inches 
Keyless  Socket 

Wired  $7.50 


No.  9006 


No.  9002 

Five-Light 

Spread  2454  Inches — Length  36  Inches 
Keyless  Sockets 

Wired  .  .  $56.00 


No.  9007 


One-Light 
Extends  254  Inches 
Back  Plate 
754  X  454  Inches 
Chain-Pull  Socket 


Wired  $12.00 


Swedish  Iron 

.\  hammered  natural 
iron  finish. 


Two-Light 
Extends  3  Inches 
Back  Plate  754  x  454  Inches 
Spread  954  Inches 
Chain-Pull  Socket 


No.  9001 

Five-Light 

Spread  21  Inches — Length  36  Inches 
Keyless  Sockets 


Wired 


$15.00 


Wired 


$48.00 
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Hand  Wrought  Swedish  Iron  Luminants 


No.  9003 
One-Light 

Diameter  834  Inches 
Length  36  Inches 
Keyless  Sockets 

Wired . $33.00 


No.  9010 
Four-Light 

Diameter  14  Inches — Length  63'$  Inches 
Keyless  Sockets 

Wired . $18.00 


Swedish  Iron 

A  hammered  natural 
iron  finish. 


No.  9009 
Three-Light 

Diameter  12  Inches — Length  Inches 

Keyless  Sockets 

Wired . $15.00 


No.  9004 

Three-Light 
Diameter  Inches 
Length  36  Inches 
Keyless  Sockets 

Wired . $87.50 


No.  9005 
Two-Light 

Spread  10  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $22.50 


No.  9011 
Five-Light 

Diameter  15  Inches — Length  644  Inches 
Keyless  Sockets 

Wired . $21.00 
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Nile  Chrome  Strap  Luminants 


T^ile  Chrome 

A  Neutral  Green  and  Gold  Finish 
Harmoniously  Blended  with  Maroon 


No.  29002 
Two-Light 

Extends  Inches — Spread  Inches 
Back  Plate  9x4}4  Inches 
Canopy  Switch 

Wired . $4.50 


No.  29001 

One-Light 
Extends  Inches 
Back  Plate  9x4^4  Inches 
Canopy  Switch 


Wired 


No.  29008 


Five-Light 
Spread  20  Inches 
Length  2454  Inches 
Keyless  Sockets 

Wired . $15.00 


No.  29004 


No.  29003 


Five-Light 

Spread  20  Inches — Length  36  Inches 
Keyless  Sockets 


Five-Light 

Spread  20  Inches — Length  36  Inches 
Key  Sockets 


Wired, 


$15.00 


Wired 


$15.00 


Nile  Chrome  Strap 


Luminants 


*  No.  29006 


Three-Light 

Spread  I6J/2  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $11.00 


No.  29009 


Three-Light 

Spread  16J4  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $11.00 


T^ile  Chrome 

A  Neutral  Green  and  Gold  Finish 
Harmoniously  Blended  with 
Maroon 


No.  29005 
Three-Light 

Spread  16j4  Inches — Length  36  Inches 
Key  Sockets 

Wired . $11.00 


No.  29007 
One-Light 
Spread  6  Inches 
Length  14  Inches 
Keyless  Socket 
Wired . $3.75 
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French  Polette  Cast  Luminants 


Five-Light  Plan  View 


Two-Light 
Extends  4  Inches 
Spread  Inches 
Back  Plate  12x454  Inches 
Canopy  Switch 

Wired . $6.00 


No.  7001 
One-Light 
Extends  554  Inches 
Back  Plate  12  x  454  Inches 
Canopy  Switch 

Wired  . $4.60 


No.  7011 
One-Light 
Depth  3  Inches 
Keyless  Socket 


No.  7007 


No.  7008 


No.  7006 

Five-Light 

Plate  1754  Inches — Length  9  Inches 
Keyless  Sockets 

Wired . $15.00 


No.  7002 


Five-Light 

Wired . 

. $2.25 

Five-Light 

Inches — Length  36  Inches 

Plate  1754  Inches — Length  36  Inchei 

Key  Sockets 

Key  Sockets 

Wired 


$15.00 


Wired 


$15.00 


French  Folette,  a  Soft  (f  olden  Finish  with  Colored  Ornamentation 


French  Polette  Cast  Luminants 


No.  7010 
Two-Light 
Spread  12  Inches 
Length  36  Inches 
Keyless  Sockets 
Wired . $9.00 


No.  7004 
Three-Light 

Plate  13  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $12.00 


No.  7003 
Three-Light 

Plate  13  Inches — Length  8  Inches 
Keyless  Sockets 

Wired . $12.00 


Three-Light  Plan  View 


No.  7012 


One-Light 
Length  36  Inches 
Chain-Pull  Socket 


Wired . $4.00 


No.  7009 
Two-Light 
Spread  13  Inches 
Length  36  Inches 
Key  Sockets 

Wired . $9.00 


c..-' 


No.  7005 
Three-Light 

Plate  13  Inches — Length  36  Inches 
Key  Sockets 

Wired . $12.00 


^eautyj  Quality  and  Trice  in  a  IDesign  that  is  Different 
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Castilian  Iron  Luminants 


No.  8072 

I'wo-Light 
Extends  4^4  Inches 
Back  Plate  Ilx5j4  Inches 
Spread  9  Inches 
Push  Sockets 

Wired . $7.50 


No.  8075 
Six-Light 
Spread  21  Inches 
Length  36  Inches 
Keyless  Sockets 
Wired . $26.00 


No.  8078 
One-Light 
Extends  554  Inches 
Back  Plate  11x554  Inche^ 
Push  Socket 
Wired .  $6.00 


No.  8076 
Five-Light 
Spread  21  Inches 
Length  36  Inches 
Keyless  Sockets 
Wired . $24.00 


A  Beaut/ful  Rustic  Iron 
Fivish  with  Gold  Relief 
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No.  8084 
One-Light 
Extends  5^4  Inches 
Hack  Plate  Ilx5j4  Inches 
Push  Socket 
Wired . $6.00 


No.  8073 
Six-Light 
Spread  19  Inches 
Length  36  Inches 
Keyless  Sockets 
Wi  red . . $26.00 


No.  8074 

Five-Light 
Spread  21 Inches 
Length  36  Inches 
Keyless  Sockets 
Wired .  $24.00 


No.  8071 


Two-Light 
Extends  4j4  Inches 
Back  Plate  llxSl4  Inches 
Spread  9  Inches 
Push  Sockets 

Wired . $7.50 


J  Beautiful  Kustic  Iron 
Finish  with  Gold  Relief 
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Castilian  Iron  Luminants 


Handsome  in 
Appearance 


A  Beautiful  Rustic  Iron 
Finish  with  Gold  Relief 


Five-Light 
Spread  21j4  Inches 
Length  19  Inches 
Keyless  Sockets 

Wired . $24.00 


No.  8082 
Five-Light 

Spread  2114  Inches — Length  25j4  Inches 
Keyless  Sockets 


No.  8081 
Six-Light 

Spread  19  Inches — Length  27j4  Inches 
Keyless  Sockets 


Wired 


$24.00 


Wired 


$26.00 


Castilian  Iron  Luminants 


No.  8079 

Three-Light 

Spread  15j4'  Inches — Length  13}4  Inches 
Keyless  Sockets 

Wired . $12.50 


No.  8080 
Three-Light 

Spread  Inches — Length  36  Inches 

Keyless  Sockets 

Wired . ....$13.50 


A  Beautiful  Rustic  Iron 
Finish  with  Gold  Relief 


No.  8085 


One-Light 
Spread  10j4  Inches 
Length  19^  Inches 
Keyless  Sockets 

$12.00 


No.  8077 
One-Light 

Spread  Inches — Length  36  Inches 

Keyless  Socket 

Wired . $7.50 


Wired 


Biamonti  €bge  Hm 


HE  DIAMOND  EDGE  LINE  OF  ISCO  LUMINANTS  illustrated  ill 

this  catalogue  has  been  beautifully  designed  and  planned 
most  carefully  from  a  merchandising  standpoint. 


This  line  is  especially  interesting,  as  it  covers  the  major 
requirements  of  residential  lighting  within  a  very  compact 
range  of  numbers,  while  allowing  a  very  satisfactory  variety 
for  selection. 


Highest  quality  is  assured  as  these  luminants  are  made  of 
the  finest  cast  material,  manufactured  and  finished  by.  the 
highest  class  workmen  and  artisans. 

We  make  this  line  in  (3)  three  finishes  namely  Polette, 
Man  vine  and  Irone — so  as  to  give  a  choice  of  finish. 

Pollete  Finish  is  a  beautifully  blended  light  autumn  leaf 
coloring  combined  with  stippled  ivory  on  a  highly  polished 
silver  ground. 

Mauvim  Finish  is  a  highly  polished  silver  and  gold  with 
beautifying  touches  of  stippled  neutral  mauve  coloring. 

Irone  Finish  is  a  soft  mellow  rusty  iron  finish  combined 
with  stippled  ivorv  and  gold  trimmings. 

These  finishes  are  ideally  harmonious  colorings  which 
will  fit  in  any  surroundings  and  add  charm  and  beauty  to  the 
home. 


Bracket  Linnnumts  wired  with  pull-chain  sockets. 
Drop  Luminants  wired  with  push  sockets. 

^  Ceiling  Luminants  wired  with  keyless  sockets.  Ir 
Candle  Luminants  wired  with  kevless  sockets. 

,  Hall  Luminants  wired  with  keyless  sockets.  , 
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Diamond  Edge  Crystal  Luminants 

Polette^  JMauvine  or  Irone  Finish 


One-Light 
Spread  10  Inches 
Length  20  Inches 
Keyless  Socket 

Wired . $25.00 


No.  25038 


One-Light 

Spread  Inches — Length  16  Inches 

Keyless  Socket 

Wired . $36.00 


No.  25037 


One-Light 
Spread  12J/2  Inches 
Length  36  Inches 
Keyless  Socket 

Wired . $40.00 


No.  25041 

One-Light 
Spread  10  Inches 
Length  12  Inches 
Keyless  Socket 

Weired . $22.00 
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Diamond  Edge  Crystal  Luminants 

Polette,  ZMauvine  or  Irone  Finish 


No.  250SS 
Four-Light 

Spread  20  Inches — Length  21^4  Inches 
Keyless  Sockets 

Wired . $110.00 


No.  25054 
Four-Light 

Spread  20  Inches — Length  36  Inches 
Keyless  Sockets 

Wired . $115.00 
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Diamond  Edge  Luminants 

Folette,  <JMa7ivine  or  Irone  Finish 


No.  S10S9 

Three-Light 
Bracket  Luminant 


Spread  12  Inches — Length  20  Inches 
Keyless  Sockets 

Wired . $40.00 


No.  25059 
Ten-Light 

Spread  21  Inches — Length  56  Inches 
Keyless  Sockets 

Wired . $165.00 
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Diamond  Edge  Luminants 

'Polettej  -JMaNvine  or  Iror/e  Fitiisb 


No.  25011 

Five-Light 

Spread  iO'/j  Inches- — Length  28  Inches 
Keyless  Sockets 

Wired . $42.00 


No.  25032 

Two-Light 
Extends  5  Inches 
Back  Plate  10x41^  Inches 
Spread  10j4  Inches 
Pull-Chain  Sockets 

Wired . $12.00 


No.  25033 


One-Light 
Extends  5  Inches 
Back  Plate  10x4^4  Inches 
Pull  Socket 

Wired . $7.50 


■  1  ’ 

1^ 

No.  25012 


Five-Light 

Spread  21  Inches — Length  .36  Inches 
Keyless  Sockets 

Wired . $45.00 
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Diamond  Edge  Luminants 

Polette,  ^JW^nuHne  or  Iroic  Finish 


Two-Light 
Extends  4  Inches 
Back  Plate  1354^414  Inches 
Spread  WA  Inches 
Chain-Pull  Sockets 


No.  250IS 
Six-Light 

Spread  21  Inches — Length  36  Inches 
Keyless  Sockets 


Wired 


$11.00 


Wired 


$45.00 


Diamond  Edge  Luminants 

Tolette,  J\iauvine  or  Irene  Finish 


No.  25039 
One-Light 

Fitter  6  Inches — Length  36  Inches 
Furnished  With  Either  14  or  16-Inch  Glass 
Keyless  Socket 
With  14-Inch  Glass: 

Wired . $21.00 

With  16-Inch  Glass: 

Wired . $24.00 


No.  25036 
One-Light 

Decorated  Unit  16  x  10  Inches 
Length  54  Inches 
Keyless  Socket 

. $42.00 
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Diamond  Edge  Luminants 

TolettCj  <JMaiivine  or  Irone  Finish 


No.  25042 
One-Light 

With  Decorated  Glass  Unit  Shade  21 x  11  Inches 
Silk  Lined 
Length  54  Inches 
Pull  Socket 

Wired . $51.00 


No.  25022 
Four-Light 

Shade  21^x11  Inches — Silk  Lined 
Length  54  Inches 
Bead  Drapes  Not  Furnished 
Keyless  Sockets 


Wired 


$57.00 


Diamond  Edge  Luminants 

'Poletti,  -PAauvine  or  Irone  Fifiish 


No.  25023 

One-Light 
Extends  6  Inches 
Back  Plate  13^  x  Inches 

Pull  Socket 

Wired . $7.00 


No.  25024 

Two-Light 
Extends  Inches 
Back  Plate  133^x4^  Inches 
Spread  12  Inches 
Pull  Sockets 

Wired .  $11.00 


No.  25020 


No.  25043 

Five-Light 

Spread  17  Inches — Length  14  Inches 
Keyless  Sockets 

W'i  red . $30.00 


No.  25044 


Five-Light 

Spread  17}/2  Inches — Length  36  Inches 
Push  Sockets 


Five-Light 

Spread  ISjra  Inches — Length  36  Inches 
Keyless  Sockets 


Wireii 


$32.00 


Wired 


$30.00 


Diamond  Edge  Luminants 

Tolette,  CWciuvine  or  hone  Finish 


J 


No.  25001 
Five-Light 

Diameter  15^  Inches 
Keyless  Sockets 

W'ireil . $22.00 


No.  25027 
Five-Light 

Spread  17j4  Inches — Length  11  Inches 
Keyless  Sockets 

Wired .  $23.00 


No.  25003 
Five-Light 

Spread  17^^‘Inches — Length  36  Inches 
Push  Sockets 


No.  25002 
Five-Light 

Spreail  15^^  Inches — Length  .56  Inches 
Keyless  Sockets 


Wired 


$27.50 


Wired 


$24.00 


•Off: 


Diamond  Edge  Luminants 

’Volette  r^auvine  or  Irone  Finish 


No.  25004 
Four-Light 

Diameter  13)4  Inches 
Keyless  Sockets 

Wired . $18.00 


No.  25026 
Four-Light 

Spread  15)4  Inches — Length  10  Inches 
Keyless  Sockets 

Wired . $21.00 


No.  25021 

Three-Light 
Diameter  12)4  Inches 
Length  6)4  Inches 
Keyless  Sockets 

Wired . $12.00 


No.  25006 


Four-Light 

Spread  15)4  Inches — Length  36  Inches 
Push  Sockets 

Wired . $23.00 


No.  25005 


Four-Light 

Spread  13)4  Inches— Length  36  Inches 
Keyless  Sockets 

Wired . $22.00 
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Diamond  Edge  Luminants 

Tolette,  CM.auvim  or  Irone  Finish 


No.  25007 

Two-Light 

Oval  Plate  9x12  Inches 
Length  5  Inches 
Keyless  Sockets 

Wired . $11.00 


No.  25008 


No.  25035 
One-Light 

Silver  and  Brown  Finish  Only 
Glass  Unit  Inside 
Silk  Lining 

Diameter  20^4  Inches — Length  54  Inches 
Chain-Pull  Sockets 

Wired . $35.00 


No.  25025 
Two-Light 

Spread  14}4  Inches — Length  9  Inches 
Keyless  Sockets 

Wired . $13.00 


No.  25009 


Two-Light 

Spread  14j4  Inches — Length  36  Inches 
Push  Sockets 


Two-Light 

Spread  12  Inches — Length  36  Inches 
Keyless  Sockets 


Wired, 


$16.00 


Wired 


$15.50 


Diamond  Edge  Luminants 

Volette,  <CM.aiivine  or  Irone  Finish 


No.  25047 
Two-Light 
Spread  12^  Inches 
Height  14^  Inches 
Canopy  Switch 

Wired . $12.00 


No.  25046 

One-Light 
Height  I6j4  Inches 
Canopy  Switch 

Wired . $7.50 


No.  25014 
Three-Light 
Spread  Inches 

Length  36  Inches 
Keyless  Sockets 

Wired . $24.00 


No.  25048 

Three-Light 
Spread  125^  Inches 
Height  16^  Inches 
Canopy  Switch 

Wired . $13.50 


No.  25016 

One-Light 
Amber  Iridescent 
Crackled  Glass 
Cylinder  5x7  Inches 
Length  36  Inches 
Keyless  Socket 

Wired . $15.00 
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Diamond  Edge  Luminants 

Tolette.  famine  or  Irone  Finish 


\ 


No.  25028 
One-Light 

Diameter  at  Ceiling 
454  Inches 
Length  3^  Inches 
Keyless  Socket 

Wired . $3.00 


No.  25029 

One-Light 
Canopy  6j4‘Inch 
Diameter 
Length  Inches 
Keyless  Socket 

Wired . $3.80 


No.  25030 

One-Light 
Canopy  6^-Inch 
Diameter 
Length  36  Inches 
Chain-Pull  Socket 

Wired . $4.50 


No.  25010 
One-Light 

Diameter  6j4  Inches 
Keyless  Socket 

Wired . $3.00 


No.  25045 

One-Light 
Diameter  at  Ceiling 
6J4  Inches 
Depth  3j4  Inches 
Keyless  Socket 

Wired . $3.00 
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ISC® 


Colonial  Style  Luminants 


No.  2068 

Two-Light 

Sutler  Silver  or  Colonial 
Brass  Finish 
Spread  8  Inches 
Extends  S  Inches 

iare . $  9-00 

vVired . $12.00 


No.  1920y^ 

Two-Light 

Silver  and  Black  Finish 
Spread  8  Inches 
Extends  5  Inches 

Bare . $10.50 

Wired . $13.50 


Unusual 

Designs 


No.  1920 


Five-Light 

Silver  and  Black  Finish 
Spread  18  Inches — Length  36  Inches 

Bare . $18.00 

Wired . $23.00 


No.  1989 


Five-Light 

Butler  Silver  or  Colonial  Brass  Finish 
Spread  Li  Inches — Length  36  Inches 

Bare . $18.00 

Wired . $23.00 
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Cast  Gothic  Luminants 


No.  16010 

One-Light 
Extends  3J4  Inches 
Back  Plate  x  4;4  Inches 

Wired . $4.60 


One-Light  Bracket — Face  VHew 


No.  16022 
T  wo-Light 

Oval  Plate  12  x  7j4  Inches 
Length  36  Inches 

Wired . . $9.00 


Gothic  Gold  Finish 


No.  16002 
Two-Light 

Oval  Plate  12  x  7}4  Inches 
Length  3  Inches 

Wired . $7.00 


Two-Light  Plan  View 


Gothic  Gold 

A  Subdued  Gold  Carefully  Blended 
with  Brown  Giving  a  Beautiful 
Antique  Finish. 


No.  16012 
Two-Light 

Oval  Plate  12  x  7^4  Inches 
Length  6l4  Inches 

Wired . $8.00 


No.  16020 


Two-Light 
Extends  4  Inches 
Spread  64^  Inches 
Back  Plate  644  x  Inches 

Wired . $6.00 


Two-Light  Bracket — Face  View- 


No.  16032 


Two-Light 

Oval  Plate  12  x  7G  Inches 
Length  36  Inches 

Wired . $9.00 
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^<r. 


Cast  Gothic  Luminants 

Gothic  Gold  Finish 


No.  16003 


Three-Light 
Spread  Inches 

Length  3  Inches 

Wired . $10.50 


No.  16001 
One-Light 

Diameter  at  Ceiling  Inches 
Length  of  Casting  2^  Inches 

Wired . $2.25 


No.  16013 

Three-Light 
Spread  12j4  Inches 
Length  7  Inches 

Wired . $11.00 


Gothic  Gold 

A  Subdued  Gold  Carefully 
Blended  with  Brown  Giving 
a  Beautiful  Antique  Finish. 


No.  16023 

Three-Light 
Spread  12j4  Inches 
Length  36  Inches 

Wired . $12.00 


Three-Light  Plan  View 


No.  16011 


One-Light 

Diameter  at  Ceiling  Inches 
Length  36  Inches 

Wired . $4.00 


A  Fleasing  Design 
Well  Finished 


No.  16033 


Three-Light 
Spread  12^  Inches 
Length  36  Inches 

Wired . $12.00 
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Cast  Gothic  Luminants 


No.  16005 
Five-Light 

Spread  17j4  Inches — Length  Inches 

Wired . $14.00 


No.  16015 
Five-Light 

Spread  17j4  Inches— Length  Inches 

Wired . $15.00 


Five-Light  Plan  View 


Gothic  Qold 

A  Subdued 
Gold 

Carefully  Blended 
with  Brown 
Giving  a  Beautiful 
Antique  Finish 


No.  16035 
Five-Light 

Spread  17j/2  Inches — Length  36  Inches 
Wired . $15.00 


No.  16025 


Five-Light 

Spread  YlYi  Inches — Length  36  Inches 
Wired . $15.00 


=5^ 


Practical  Bath  Room  Units 


No.  A-3 
One-Light 
All  Glass 
Tile  Design  Shade 
Fitter  2^4  Inches 
Chain-Pull  Socket 
Complete . $3.80 


No.  A-4 
Same  as  Above 
Keyless  Socket 

Complete . $3.00 


No.  A-7 
One-Light 
All  Glass 
Tile  Design  Shade 
Fitter  2^  Inches 
Chain-Pull  Socket 
Complete . $3.80 


No.  A-8 


Same  as  Above 
Keyless  Socket 

Complete . $3.00 


No.  8060 
One-Light 
Cast  Metal 
Extends  3}4  Inches 
Back  Plate  7x4)4  Inches 
Chain-Pull  Socket 


White  tnamel  Finish 


6 

No.  2608-P 
One-Light 


Extends  8)4  Inches — Fitter  2)4  Inches 
ISCO  Pure  White  Glass 
Chain-Pull  Socket 

Complete . $2.50 


No.  2608 

Same  as  Above 
Keyless  Socket 

Complete . $1.70 


ALL-GLASS  UNITS 
A-1  A-2  A-3  A-4  A-5 

A-6  A-7  A-8 

For  use  on  fixture  stud 
installation  only 


No.  100-B 
One-Light 

Fitter  4  Inches — -Glass  9x4  Inches 
Tile  Design 

Wired  with  Keyless  Socket 
Complete . $3.50 


No.  A-1 

One-Light 
All  Glass 
Fitter  2)4  Inches 
Chain-Pull  Socket 
Complete . $3.60 


No.  A-2 

Same  as  Above 
Keyless  Socket 

Complete . $2.80 


No.  A-5 
One-Light 
All  Glass 
Fitter  2)4  Inches 
Chain-Pull  Socket 
Complete . $3.60 


No.  A-6 
Same  as  Above 
Keyless  Socket 

Complete . . . $2.80 


No.  8070 
One-Light 
Cast  Metal 
Extends  3)4  Inches 
Back  Plate  844x4)4  Inches 
Porcelain  Handle — Levolier  Socket 
Convenience  Outlet 


Wired 


$3.50 


Wired 


$5.00 


Porcelain  Bath-Lites 


No.  1020 
One-Light 

White,  Pink,  Blue  or  Green 
Extends  4  Inches 
Back  7%  x3j4  Inches 
Levolier  Switch 
Convenience  Outlet 
White 

Wired . $5.00 

Colors 

Wired . $5.40 


No.  1025 
Same  as  Above 
No  Convenience  Outlet 
White 

Wired . $4.50 

Colors 

Wired . $4.90 


No.  1040 
One-Light 
White  Only 
Extends  4  Inches 
Back  7ft  X  4  Inches 
Levolier  Switch 
Convenience  Outlet 
Wired . $5.00 


No.  1060 
One-Light 

White,  Pink,  Blue  or  Green 
Diameter  Inches 
Depth  254  Inches 
White 

Wired . $3.50 

Colors 

Wired . $3.90 


No.  1065— No.  1070 
Showing  Inverted  Position 


No.  1065 
One-Light 
White  Only 

Showing  Upright  Position 
Extends  5^  Inches 
Back  454  Inches  Diameter 
Chain-Pull  Socket 
No  Convenience  Outlet 


Wired 


. $4.50 


7 


No.  1030 
One-Light 
White  Only 
Extends  4  Inches 
Back  ly^  X  Inches 
No  Switch 
Convenience  Outlet 
Wired . $4.50 


No.  1035 
Same  as  Above 
No  Convenience  Outlet 
Wired . $4,00 


No.  1050 
One-Light 
White  Only 
Extends  4  Inches 
Back  7ft  x  4  Inches 
No  Switch 
Convenience  Outlet 
Wired . $4.50 


No.  1045 

Same  as  Above 
No  Convenience  Outlet 
Wired . $4.50 


No.  1070 
Same  as  Above 
With  Convenience  Outlet 
Wired . $5.00 


No.  1055 
Same  as  Above 
No  Convenience  Outlet 
Wired . $4.00 
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Sanitary  Kitchen-Lites 


White  Enamel  Finish — IS  CO  Pure  White  (^lass 


No.  108-K 
Fitter  4  Inches 
Glass  8x4  Inches 
Wired  with  Keyless  Socket 
Complete . $2.50 

No.  109-K 
Same  as  Above 
Glass  9x4  Inches 

Complete . $2.70 


No.  108-P 
Fitter  4  Inches 
Glass  8x4  Inches 
Wired  with  Keyless  Socket 
Complete  with  Beaver  Pen  Tap,  with  Three 
Feet  of  Three-Conductor  White  Silk 
Cord,  for  .Appliances 

Light  can  be  turned  on  and  off  and  Appliance 
Outlet  remains  hot 

Complete  .  $4.50 


Noi  10854-K 
Fitter  4  Inches 
Glass  8x4  Inches 
Wired  with  Chain-Pull  Socket 


No.  6040 

One-Light 
Extends  6  Inches 
Fitter  2^4  Inches 
Glass  6  X  2j4  Inches 


Bare . $1.00 

Wired . $2.00 

Wired  with  Glass . $2.60 


No.  108-L 
Fitter  4  Inches 
Glass  8x4  Inches 
Wired  with  Keyless  Socket 
Complete  with  Levolier  Switch 
for  Controlling  Light  where  Room  Switch  is 
not  supplied 

Complete  .  $3.50 


Complete . $3.20 

No.  IO914-K 
Same  as  Above 
Glass  9x4  Inches 

Complete . $3.40 


No.  109-P 
Same  as  Above 
Glass  9x4  Inches 

Complete  . $4.70 


No.  109-L 
Same  as  Above 
Glass  9x4  Inches 

Complete  .  $3.70 


Decorative  Bedroom  Lighting 


No.  B-26036 
Three-Light 
Ivory  Finish 

Diameter  10  Inches — Length  Inches 

Keyless  Sockets 

Wired . $8.50 


No.  B-26021 
Three-Light 
Ivory  Polette  Finish 
Diameter  12^  Inches — Length  7  Inches 
Keyless  Sockets 

Wired . $12.00 


No.  B-26043 
Three-Light 
Ivory  Polette  Finish 
Diameter  12  Inches — Length  10  Inches 
Keyless  Sockets 

Wired . $16.00 


No.  B-25025 
Tvro-Light 
Antique  Ivory  Finish 
Oval  Plate 

Spread  14l4  Inches — Length  9  Inches 
Keyless  Sockets 

Wired . $13.00 


No.  B-25007 
Two-Light 
Antique  Ivory  Finish 
Oval  Plate  12x9  Inches — Length  5  Inches 
Keyless  Sockets 

$11.00 


No.  B-26007 
Two-Light 
Ivory  Polette  Finish 
Oval  Plate  12  x  6}4  Inches 
Length  Inches 
Keyless  Sockets 
Wired . $9.00 


No.  B-25021 
Three-Light 
Antique  Ivory  Finish 
Diameter  12j4  Inches — Length  6  Inches 
Keyless  Sockets 

Wired . ..$12.00 


No.  B-26042 
Two-Light 
Ivory  Polette  Finish 
Oval  Plate 

Spread  12  Inches— Length  10  Inches 
Keyless  Sockets 

Wired . $11.00 


No.  B-26025 

Three-Light 
Ivory  Polette  Finish 
Diameter  12  Inches — Length  7  Inches 
Keyless  Sockets 

Wired 


Wired 


$14.00 


Decorative  Bedroom  Lighting 


No.  S-1022 
Two-Light 

Ivory  and  Pink — Ivory  and  Blue 
or  Ivory  Finish 
Diameter  10  Inches 

Bare . $2.50 

Wired . $3.50 


No.  8092 
Two-Light 


Ivory  Polette  Finish 
Spread  15  Inches — Length  12  Inches 
Keyless  Sockets 

Wired . $8.00 


No.  S-1052 
T  wo-Light 

Ivory  and  Pink — Ivory  and  Blue 
or  Ivory  Finish 
Oval  Pan  14x7  Inches 

Bare . $3.00 

Wired . $4.00 


i 


No.  3331 
One-Light 
Dresser  Bracket 

Per  Pair 
Ivory  Finish 

Bare . $  6.20 

Wired . $11.60 

Silver  Finish 

Bare . $  6.20 

Wired . $11.60 

Flemish  Finish 

Bare . $  5.00 

Wired . $10.00 


No.  S-1023 
Three-Light 

Ivory  and  Pink — Ivory  and  Blue 
or  Ivory  Finish 
Diameter  10  Inches 

Bare . $3.00 

Wired . $4.50 


No.  8093 
Three-Light 
Ivory  Polette  Finish 
Spread  15  Inches — Length  12  Inches 
Keyless  Sockets 

Wired . $9.50 


No.  8049 
Two-Light 
Ivory  Finish 
Diameter  Inches 

Bare . $4.00 

Wired . $6.00 


No.  8048 

Three-Light 
Ivory  Finish 
Diameter  10  Inches 

Bare . $4.50 

Wired . $7.50 
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Decorative  Bedroom  Lighting 


No.  1327-C 


One-Light 

Diameter  at  Ceiling  6  Inches 
Fitter  4  Inches 
Glass  9x7x4  Inches 
Pink,  Blue  or  Orange. 
Holder  Decorated  and  Colored 
to  Match  Glass 
Wired . $3.50 


No.  8091 
One-Light 
Fitter  4  Inches 
Length  36  Inches 
Glass  10  X  X  4  Inches 
Finishes : 

Ivory  and  Pink — Ivory  and  Blue 
Keyless  Socket 
Wired . $7.80 


No.  S-1050 
One-Light 

Ivory,  Browntone  or  French 
Gray  Finish 

Diameter  5  Inches 

Bare . $  .70 

Wired . $1.20 


No.  104/1 


Decorated  Ball 
Colored  Bird  Design 
10x4  Inches 

For  Sun  Parlor,  Breakfast  Room,  etc. 

White . $6.50 

Ivory . $7.50 


No.  8090 
One-Light 

Diameter  at  Ceiling  7j4  Inches 
Fitter  4  Inches 
Glass  10  X  7}4  X  4  Inches 
Finishes ; 

Ivory  and  Pink — Ivory  and  Blue 
Keyless  Socket 
Wired . $7.00 


No.  8283 


No.  3P-3016 


One-Light 

Ivory,  Bronze  and  Gold 
or  Silver  and  Black  Finish 
Diameter  at  Ceiling  6  Inches 

Bare . $1.50 

Wired . $2.00 


One-Light 
Silk  Cord  Drop 
Rose,  Blue  or  Gold 
Ivory  Canopy 
Chain-Pull  Socket 
Wired . $8.00 


One-Light  Lantern 
Copper  Finish  Cage 
Diameter : 

At  Top  6  Inches 
At  Bottom  4  Inches 


Depth  12  Inches 
Length  36  Inches 
Etched  Glass  Panels 

Bare . $  9.00 

No.  Wired . $10.50 

14001 


No.  14004 
One-Light  Lantern 
Silver  Finish  Cage 
Diameter  13  Inches 
Depth  9  Inches 
Length  36  Inches 
Hammered  Glass  Panels 

Bare . $13.50 

Wired . $15.00 


No.  14003 
One-Light  Lantern 
Copper  Finish  Cage 
Diameter  12  Inches 
Depth  10  Inches 
Length  36  Inches 
Amber  Cathedral  Glass 
Panels 

Bare . $  9.50 

Wired . $11.00 


No.  12003 
One-Light  Prism 
Silver  Finish 
Diameter  8  Inches 

Bare . $18.00 

Wired . $20.00 


No.  12004 
Same  as  Above 
Diameter  10  Inches 

Bare . $29.00 

Wired . $31.00 


No.  12001 

One-Light  Prism — Silver  Finish 
Diameter  8  Inches 


Bare . $16.00  Wired . $18.00 

No.  12002 

Same  as  Above — Diameter  10  Inches 
Bare . $25.00  Wired . $27.00 


No.  14002 
One-Light  Lantern 
Copper  Finish  Cage 
Diameter  7j4  Inches 
Depth  10  Inches 
Length  36  Inches 
Crackled  Glass  Panels 

Bare . $  9.50 

Wired . $11.00 
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Porch  and  Hall  Lighting 


One-Light 
Diameter  at  Ceiling 
6  Inches 

Browntone  Finish 
Fitter  Inches 
Glass  Acorn 
6  X  354  Inches 
Keyless  Socket 

Complete . $3.10 


No.  9381 

One-Light 

Flemish 

or 

Ivory  Finish 
Keyless  Socket 

Complete . $1.50 


No.  1003S-B 
One-Light 

Diameter  at  Ceiling  6^4  Inches 
Black  Cast  Iron  Ring,  Fitter  3J4  Inches 
Black  Lined  Glass  Ball,  6x3^  Inches 
Keyless  Socket 

Complete . $2.50 


No.  10035-G 
Same  as  Above 
Green  Cast  Iron  Ring 
Green  Lined  Glass  Ball 
Complete . $2.70 


No.  908 
Two-Light 

Brush  Brass  or  Jap  Gold  Finish 
Hinged  Band 

Diameter  at  Ceiling  12  Inches 
C.  R.  I.  Glass  Dish  10  xS  Inches 
Keyless  Sockets 

Complete . $10.00 


No.  901 
One-Light 
Brush  Brass  Finish 
Diameter  at  Ceiling  Inches 
C.  R.  1.  Glass  Ball  6x3j4  Inches 
Keyless  Receptacle 

Complete . $1.10 


No.  4018 
One-Light 

Black  Cast  Iron  Ring 
Fitter  3j4  Inches 
C.  R.  1.  Glass  Ball 
6  X  3j4  Inches 
Keyless  Socket 

Complete . $2.20 


No.  9382 

One-Light 

Flemish 

or 

Ivory  Finish 
Keyless  Socket 

Complete . $1.80 


No.  829 
Same  as  Above 
Black  Cast  Iron  Ring 
Diameter  at  Ceiling  5  Inches 
Complete . $1.10 
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Outdoor  Lighting  Units 


Cast  Iron — Hlack  and  (^old,  Uerde  Careen  and  (jold  or  Sprayed  Copper  ’^ron'xe  Finish 


No.  8201 
One-Light 
Extends  9^  Inches 

Back  Plate  x  4^  Inches 
Lantern  9J4  x  Inches 
Length  17j4  Inches 

Bare  .  $16.00 

Wired  .  $17.50 


No.  8205 

Spread  Inches 
Lantern 

8/4  X  634  Inches 
Length  1.?J4  Inches 

Bare . $11.00 

Wired . $12.50 


No.  8208 
One-Light 
Spread  S%  Inches 
Lantern  9^^  x  Sj4  Inches 
Length  1434  Inches 

Bare . $12.00 

Wired . $13.50 

Invert  for  Nenoel  Post  Light 


No.  8202 

One-Light 
Spread  834  Inches 
Lantern 

934  X  834  Inches 
Length  1434  Inches 

Bare . $12.00 

Wired . $13.50 


No.  8204 
One-Light 
Extends  7^4  Inches 
Back  Plate  7^4  x  534  Inches 
Lantern  834x634  Inches 
Length  1734  Inches 

Bare . $15.00 

Wired . $16.50 


$16.00 

$17.50 


No.  8207 
One-Light 
Extends  834  Inches 
Back  Plate  10%  x  4^4  Inches 
Lantern  9%  x  534  Inches 
Length  15%  Inches 
Bare  . 


Outdoor  Lighting  Units 


Cast  Iron — T^lack  and  Qoldj  %derde  Qreen  and  Qold  or  Sprayed  Copper  '\Bron‘^e  Finish 


3 


No.  8206 
One-Light 
Spread  654  Inches 
Lantern  854  x  654  Inches 
Length  36  Inches 

Bare . $13.00 

Wired . $14.50 


3^ 


No.  8209 
One-Light 
Spread  554  Inches 
Lantern  9^4  554  Inches 

Length  36  Inches 

Bare . $14.00 

Wired . $15.50 
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No.  1607 
One-Light 

Height  of  Cage  13  Inches 
Diameter  of  Canopy  8  Inches 
Length  Over  All  24  Inches 

Bare . $23.00 

Wired . $24.50 


No.  1804 
One-Light 

Diameter  of  Base  644  Inches 
Height  Over  All  19  Inches 

Bare . $23.50 

Wired . $25.00 


Outdoor  Lighting  Units 

Black  Cast  Iron 


Add  2/%  for  Verde  Green  and  Gold  Finish 


One-Light 

Extends  7^4  Inches  Center 
of  Cage 

Height  of  Cage  13  Inches 
Back  Plate  Il}4x5j4  Inches 
Height  Over  All  27  Inches 

Bare . $30.00 

Wired . $31.50 


No.  1725 
One-Light 

Extends  8J4  Inches  Center 
of  Cage 

Cage  IIj4  X  7  Inches 
Back  Plate  8^  x  5^4  Inches 
Length  Over  All  15  Inches 

Bare . $21.90 

Wired . . . $23.40 


No.  1724 
One-Light 

Extends  7^4  Inches  Center 
of  Cage 

Back  Plate  9J4  x  5  Inches 
Cage  12}4  X  5J4  Inches 

Bare . $23.50 

Wired . $25.00 


No.  1723 
One-Light 

Extends  11J4  Inches  Center 
of  Cage 

Back  Plate  ISj-i  x  5  Inches 
Cage  16x744  Inches 
Length  Over  .All  24^4  Inches 

Bare . $39.50 

Wired . $41.00 


No.  1710 
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"^lack  Cast  Iron 


■  2/%  for  Verde  Green 
and  Gold  Finish 


One-Light 

Extends  16j4  Inches  Center  of  Cage 
Cage  at  Top  14  Inches 
Cage  at  Bottom  9^  Inches 
Length  of  Cage  27  Inches 
Wall  Plate  12  x  7j4  Inches 
Height  38  Inches 

Bare . $110.00  Wired . $114.0( 


No.  303 
One-Light 
Cage 
13  X  8^  X 
Inches 

Canopy  Inches 

Diameter 
Length  26  Inches 

Bare . $27.90 

Wired . $29.40 


No.  403 
One-Light 

Extends  Inches  Center 
of  Cage 

Cage  8j4x4  Inches 
Canopy  4J>2  Inches  Square 
Height  13  Inches 
Bare $11.50  Wired.. ..$13.00 


No.  300 
One-Light 
Cage  8x5  Inches 
Canopy  6  Inches  Diameter 
Length  19j4  Inches 
Bare $17.90  Wired. ...$19.40 


■  r* 
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Solid  Copper  Outdoor  Lanterns 


No.  15001-B 


One-Light 
Extends  4  Inches 

Length  11  Inches — Width  Inches 

Closed  Bottom 

Bare . $10.50  Wired . $12.00 


No.  15003-C 
One-Light 
Hammered  Copper 
Length  14  Inches 
Lantern  10x5  Inches 
Open  Bottom 

Bare . $9.50  Wired . $11.00 


Copper  or  %Jerde  Finish 
Crackled  (jlass  Fanels 


No.  15001-C 


1  — s 

1 

i. . 

•1 1  ’ 

1 

If-  ' 

^  1  1 

1 

4 

im 

^^1 

One-Light 
Length  1S;4  Inches 
Lantern  11x7  Inches 
Closed  Bottom 

Bare . $13.00  Wired . $14.50 


No.  15003-B 


One-Light 
Hammered  Copper 

Extends  6;4  Inches — Length  12  Inches 
Lantern  10  x  5  Inches 
Open  Bottom 

Bare . $9.50  Wired . $11.00 


No.  15002-B 
One-Light 
Extends  3J4  Inches 
Length  11  Inches — Width  5j4  Inches 
Closed  Bottom 

Bare . $8.70  Wired . $10.20 


No.  15002-C 
One-Light 
Length  15  Inches 
Lantern  10J4  x  5j4  Inches 
Closed  Bottom 

Bare . $10.50  Wired . $12.00 
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Solid  Copper  Outdoor  Lanterns 


Copper  or  %Jerde  Finish 


No.  15004-C 

One-Light 
Length  12^4  Inches 
Lantern  8x7  Inches 
Open  Bottom 
Crackled  Glass  Panels 
are . $7.00 

Pirecl . $8.50 


No.  15004-C 


No.  15011-C 
One-Light 
Length  13  Inches 
Lantern  7  x  Inches 
Open  Bottom 
. $7.50  Wired . 


No.  15006-C 
One-Light 
Length  13^4  Inches 
Lantern  9x7  Inches 
. $10.00  Wired... 


No.  15005-C 
One-Light 
Length  7^4  Inches 
Width  7  Inches  at  Top 
Closed  Bottom 
Crackled  Glass  Panels 

Bare . $7.0( 

Wired . $8.5( 


No.  I5004-B 
One-Light 
Extends  834  Inches 
Length  10  Inches 
Lantern  8x7  Inches 
Open  Bottom 
Crackled  Glass 
Panels 

Bare . $7.0( 

Wired . $8.5( 


No.  15006-B 
■"  ’One-Light 
Extends  7j4  Inches 
Length  1134  Inches 
Lantern  9x7  Inches 

Bare . $10.00 

Wired . $11.50 


No.  15011-B 
One-Light 

Extends  7  Inches — Length  11  Inches 
Lantern  7  x  534  Inches 
Open  Bottom 

Bare . $7.50  Wired . $9.00 


No.  15004-B 
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Solid  Copper  Outdoor  Lighting  Units 


Flemish  Copper  or  ^Jerde  -LAntieiue 


Finish — Open  'Fottoms — Jimber  Crackled  Qlass  Tanels 


No.  1001 
One-Light 

Extends  7  Inches— Length  11  Inches 
Lantern  7^  x  Inches 

Bare . $8.10 

Wired . $9.60 


No.  1004 


One-Light 
Length  11J^2  Inches 
Lantern  7J4  x  S}4  Inches 

Bare . $7.80 

Wired . $9.30 


No.  940 
One-Light 

Extends  8  Inches — Length  10j4  Inches 
Lantern  7f^xS  Inches 

Bare . $8.40 

Wired . $9.90 


No.  945 

One-Light 
Length  13}4  Inches 
Lantern  7j4  x  5  Inches 

Bare . $8.40 

Wired . $9.90 


No.  1016 
One-Light 

Extends  9  Inches — Length  11  Inches 
Lantern  x  6  Inches 

Bare . $10.80 

Wired . $12.30 


No.  1014 


One-Light 
Length  13}4  Inches 
Lantern  9J4  x  6  Inches 

Bare . $  8.70 

Wired . $10.20 
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Outdoor  Lighting  Units 


No.  805 
One-Light 
Galvanized  Iron, 
Copper  Plated 
Black  or  Green  Finish 
Lantern  x  Inches 
Length  Over  All 
14}4  Inches 

Bare . $5.50 

Wired . $7.00 


j^iaciv  ui 

Lantern  x  5^4  Inches 
Length  Over  All  11  Inches 

Bare . $5.50  Wired . $7.00 


No.  870 
One-Light 

Solid  Copper — Black  Finish 
Lantern  7^4  x  7  Inches 
Length  Over  All  13  Inches 

Bare . $  9.90 

Wired . ^1.40 


No.  880 
One-Light 
Solid  Copper 
Black  Finish 
Extends  8  Inches 
Lantern  7j4  x  7  Inches 
Length  Over  All  11  Inches 

Bare . $10.50 

Wired . $12.00 


No.  120 
One-Light 

Steel,  Copper  Plated 
Black  Finish 
Lantern  Ilx7j4  Inches 
Fitter  3}4  inches 
Length  Over  All  13  Inches 

Bare . $7.00 

Wired . $8.50 


No.  B-110 
One-Light 

Steel,  Copper  Plated — Black  Finish 
Extends  9j4  Inches 
Lantern  10  x  7^4  Inches 
Fitter  3}4  inches 
Height  Over  All  13j4  Inches 

Bare . $8.50  Wired . $10.00 


No.  190 
One-Light 

Black  and  Gold  Finish 
Extends  9^4  Inches 
Lantern  11^4  x7}4  Inches 
Length  Over  All  IS  Inches 

Bare . $15.50 

Wired . $17.00 


No.  185 


One-Light 
Black  and  Gold 
Finish 
Lantern 

13j4  X  834  Inches 
Length  Over  All 
32  Inches 

Bare . $16.50 

Wired . $18.00 
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Cast  Iron 


V 

No.  339854 
One-Light 
Black  Finish 
Extends  5  Inches 
Fitter  3j4  Inches 
Back  X  454  Inches 
6  X  354-Inch  C.  R.  I.  Ball 


Bare . $1.80 

Wired  with  Glass . $3.30 


Add  25%  for  I'erde  Green  Finish 


No.  8210 
One-Light 

Black  and  Gold,  Verde  Green  and 
Gold  or  Sprayed  Copper 
Bronze  Finish 
Extends  3^4  Inches 
Spread  6^4  Inches 
Length  1454  Inches 

Bare . $7.00 

Wired . $8.50 


No.  8211 
One-Light 

Black  and  Gold,  Verde  Green  and 
Gold  or  Sprayed  Copper  Bronze  Finish 
Length  of  Casting  254  Inches 
Diameter  at  Ceiling  7  Inches 
Glass  6  X  354  Inches 
Wired . $2.55 


No.  3398 
One-Light 
Black  Finish 
Extends  454  Inches 
Fitter  354  Inches 
Back  954  X  5  Inches 
6  X  354-Inch  C.  R.  1.  Ball 


Bare . $1.50 

Wired  with  Glass . $3.00 


Add  25%  for  Verde  Green  Finish 


No.  1601 

One-Light 
Black  Finish 

Canopy  454  Inches  Square 
Lantern  854  x  4  Inches 
Length  1854  Inches 

Bare . $8.00 

Wired . $9.50 

Add  25%  for  Verde 
Green  Finish 


No.  1715 
One-Light 
Black  Finish 


Extends  8  Inches  Center  of  Cage 
Back  Plate  454  Inches  Square 
Height  Over  All  15  Inches 

Bare . .$10.00  Wired . $11.50 

Add  25%  for  Verde  Green  Finish 
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Outdoor  Lighting  Standards 


No.  766 

One-Light 

Base  18  Inches  Square 
Opal  Globe  16x8  Inches 
Height  Over  All  25  Inches 

Bare  with  Glass....  . $55.00 


No.  723 

One-Light 

Base  18  Inches  Square 
Opal  Globe  16  x  8  Inches 
Height  Over  All  6^  Feet 

Bare  with  Glass .  . $114.00 


No.  1244 

One-Light 


Inches 


Number 

Diam. 

of 

Base 

Size 

of 

Globe 

Height 
Over  All 

Bare  with 
Glass, 
Each 

1244 

4 

10x5 

12 

$25.70 

1245 

5 

12x6 

15 

$26.90 

1258 

5 

14x6 

17 

$32.50 

1246 

8 

16x8 

20 

$41.20 

No.  1220 

One-Light 

Diameter  of  Base  17  Inches 
Height  Over  All  8j^  Feet 

Bare  with  Lantern . $190.00 


No.  823 

Three-Light 
Base  11  Inches  Square 
Center  Opal  Globe 
14x6  Inches 
Side  Opal  Globes 
10x5  Inches 
Height  Over  All  30  Inches 
Bare  with  Glass . $68.70 

No.  696 
Five-Light 
Same  as  Above 
Bare  with  Glass . $102.70 


No.  737 


One-Light 

Base  11  Inches  Square 
Opal  Globe  16  x  8  Inches 
Height  Over  All  5  7/12  Feet 

Bare  with  Glass . $67.00 
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Commercial  Lighting  Units 


One-Light 
Mauvine  Finish 
Adam  Etched  Glass 


Size  of 

Size  of 

Length 

Wired 

Fitter 

Glass 

Over  All 

with 

Inches 

Inches 

Inches 

Glass 

6 

12  X  7j4x6 

44 

$22.60 

6 

14  X  8J^  X  6 

45 

$25.20 

8 

16  X  9%  X  8 

46 

$27.70 

8 

18xl0j4x8 

47 

$32.30 

No.  6981-H 
One-Light 

Statuary  Bronze  Finish 
Adam  Etched  Glass 


Size  of 

Size  of 

Length 

Bare 

with 

Wired 

with 

Fitter 

Glass 

Over  All 

Glass 

Glass 

Inches 

Inches 

Inches 

Each 

Each 

6 

12x  8x6 

44 

$16.60 

$18.10 

6 

14  X  9x6 

45 

$19.20 

$20.70 

6 

16  X  10x6 

46 

$21.70 

$23.20 

8 

16  X  10  x  8 

46 

$22.10 

$23.60 
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Commercial  Lighting  Units 

Browntone  Finish 


No.  2007-5423E3 
One-Light 

Adam  Etched  Glass 


- Inches— 

Size  of  Size 
Fitter  of  Glass 

6  12  X  8  X  6 

6  14x9x6 


Length 

Over  All  Bare 

44  $7.50 

45  $7.50 


— Price,  Each - 

Bare  Wired 

with  Glass  withGlass 
$15.00  $16.50 

$16.50  $18.00 


No.  2009-5423 
One-Light 
Radiant  Glass 


- Inches -  - Price,  Each - 

Size  of  Size  Length  Bare  Wired 

Fitter  of  Glass  Over  All  Bare  withGlass  withGlass 
6  12x8x6  44  $7.50  $12.50  $14.00 

6  14x9x6  45  $7.50  $14.00  $15.50 
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No.  8068-1200 


Size  of 

One-Light 

Size  of 

Bare  with 

Wired 

with 

Fitter 

Glass 

Glass 

Glass 

Number 

Inches 

Inches 

Each 

Each 

8068-1200 

6 

12x8  X  6 

$5.50 

$6.00 

8068-1400 

6 

14  X  9^4  X  6 

$6.50 

$7.00 

8068-1600 

6 

16  X  10  X  6 

$7.50 

$8.00 

Add  $1.50  Extra  for  fViring  ixith  Levolier  SioilcA 


No.  8069-1400 


One-Light 

Wired 


Size  of 

Size  of 

Length 

Bare  with 

with 

Fitter 

Glass 

Over  All 

Glass 

Glass 

Number 

Inches 

Inches 

Inches 

Each 

Each 

8069-1200 

6 

12 

X  8  X  6 

44 

$7.20 

$  8.70 

8069-1400 

6 

14 

X  94^x6 

4544 

$8.20 

$  9.70 

8069-1600 

6 

16 

X  10  X  6 

46 

$9.20 

$10.70 

Add  $1.50  Extra  for  H'iring  n'ith  Levolier  S’witch 


Browntone 

Finish 

ISCO 

Pure 

White 

Glass 
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Commercial  Lighting  Units 


Number 

Size  of 
Fitter 
Inches 

No.  1200-C 

One-Light 

Size  of 
Glass 
Inches 

Bare  with 
Glass 
Each 

Wired 

with 

Glass 

Each 

900-C 

4 

9x7  X  4 

$2.30 

$2.80 

1000-C 

4 

10  X  7j4  X  4 

$2.50 

$3.00 

1200-C 

6 

12x8  X  6 

$4.30 

$4.80 

1400-C 

6 

14  X  94^x6 

$5.30 

$5.80 

1600-C 

6 

16x10  x6 

$6.30 

$6.80 

Add  $1.50  Extra  for  Wiring  <wUh  Levotier  Suntch 


Statuary 

BroriTy 

Finish 

ISCO 

Pure  White 
Glass 


No.  1400-H 
One-Light 


Wired 


Size  of 

Size  of 

Length 

Bare  with 

with 

Fitter 

Glass 

Over  All 

Glass 

Glass 

Number 

Inches 

Inches 

Inches 

Each 

Each 

1200-H 

6 

12  X  8  X  6 

44 

$  6.00 

$  7.50 

1400-H 

6 

14  X  9^4  X  6 

453^ 

$  7.00 

$  8.50 

1600-H 

6 

16x10  x6 

46 

$  8.00 

$  9.50 

1800-H 

8 

18x  lOH  x8 

461^ 

$17.50 

$19.00 

Add  $1.50  Extra  for  Wiring  <wit/i  Levolier  Sovitch 
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Illustrating  Safety  Holder 

Notice  how  easily  our  screwless  holder  operates.  To 
install  globe  slide  the  top  cover  up,  insert  globe  and 
slide  cover  down.  Globe  is  removed 
the  same  way. 


No.  3004 

One-Light 

- Inches - 

— Price, 

Each — 

Size 

Diam. 

Bare 

Wired 

of 

at 

Size 

with 

with 

Number 

Fitter 

Ceiling 

of  Glass 

Glass 

Glass 

3004 

4 

7 

12x  8  x4 

$11.00 

$12.50 

3005 

6 

10 

14  X  854x6 

$15.50 

$17.00 

3005^ 

6 

10 

16x10  x6 

$16.50 

$18.00 

Kadiant  Glass 


Statuary  Bronze  Finish 


No.  3006 
One-Light 


Size 

- Inches 

Size 

of 

of 

Number 

Fitter 

Glass 

3006 

4 

12  X  8  X 

3007 

6 

14  X  854  X 

300754 

6 

16  X  10  X 

— Price, 

Each — 

Length 

Bare 

Wired 

Over 

with 

with 

All 

Glass 

Glass 

44 

$12.50 

$14.00 

4454 

$16.30 

$17.80 

46 

$17.30 

$18.80 
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Efficient  Lighting  Glassware 


No.  5423 


No.  5423-E3 


Plain  Radiant 


Diameter 

-Inches - 

Fitter 

Depth 

Price,  Each 

12 

6 

8 

$5.00 

14 

6 

9 

$6.50 

Adam  Etched 

- Inches - 

Diameter  Fitter  Depth 

12  6  8 

14  6  9 


Price,  Each 
$7.50 
$9.00 


ISCO  Pure  White  Glass 


No.  555-E8 
Adam  Etched 
•Inches - 


Diam. 

Fitter 

Depth 

Price,  Each 

9 

4 

6^ 

$  6.00 

12 

4 

8 

$  7.50 

14 

6 

8^2 

$  9.00 

16 

6 

10 

$10.50 

Number 

Diam. 

-Inches- 

Fitter 

Depth 

Price, 
Per  Dozen 

800 

8 

4 

6^4 

$  15.60 

900 

9 

4 

7 

$  18.00 

1000 

10 

4 

7H 

$  27.60 

1000 

10 

6 

8 

$  27.60 

1200 

12 

4 

9H 

$  36.00 

1200 

12 

6 

8 

$  36.00 

1400 

14 

6 

9H 

$  48.00 

1600 

16 

6 

10 

$  60.00 

1800 

18 

8 

10^ 

$144.00 

No.  5487-E76 
Adam  Etched 


Inches- 


Diam. 

Fitter 

Depth 

Price,  Each 

8 

4 

5^ 

$  5.40 

10 

4 

754 

$  7.90 

12 

6 

8 

$  9.10 

14 

6 

9 

$11.70 

16 

6 

10 

$14.20 

16 

8 

10 

$14.20 

10% 

1  to  Adam 

Price  for 

Adam  and  Blue 
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Outdoor  Advertising  Units 


No.  540-78 
One-Light 
Black  Cast  Iron 

Extends  30  Inches  Center  of  Ball 
Canteen  Advertising  Ball — Flat  Sides 
Furnished  with 

4-Inch  Fitter  and  12  x  4-Inch  Ball 
6-Inch  Fitter  and  12  x  6-Inch  Ball 

4-Inch  6-Inch 


Bare .  $7.50  $13.80 

Wired .  $9.50  $15.80 


No.  78 

Canteen  Advertising  Ball 
Flat  Sides 


12  X  4  Inches  . $  4.50 

16x6  Inches  . $10.00 


Lettering  Extra 


Lettering 

One  Line,  One  Side . 

..$  4.50 

One  Line,  Two  Sides . 

..$  6.00 

Two  Lines,  One  Side . 

..$  6.00 

Two  Lines,  Two  Sides.. 

..$  9.00 

Three  Lines,  One  Side.... 

..$  7.50 

Three  Lines,  Two  Sides 

..$10.50 

Specify  Color  Lettering  Required 

No.  2500-78 
One-Light 
Black  Cast  Iron 

Extends  11J4  Inches  Center  of  Ball 
Canopy  8j4  *  Inches 
Fitter  4  Inches 
Canteen  Advertising  Ball 
12x4  Inches — Flat  Sid  es 

Bare . $11.50 

Wired . $13.50 

Lettering  Extra 
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Ceremonial  Candelabra 


Seven-Light  Candelabra 
Spread  30  Inches — Height  42  Inches 

Wired . $90.00 

Other  Specifications  Quoted  on  Request 


Gymnasium  Lighting 


No.  A-2221 


No.  X-9583 


One-Light  Gymnasium  Fixture 
Ceiling  Band,  Statuary  Bronze  Finish 
Diameter  at  Ceiling  17  Inches 
Flat  Metal  Reflector,  White  Enamel  Finish 
Reflector  14  Inches  Diameter 
Heavy  One-Piece  Detachable  Wire  Guard 
Diameter  14  Inches 


One-Light  Gymnasium  Fixture 
Statuary  Bronze  Finish 
Diameter  at  Ceiling  13  Inches 
Opal  Glass  Reflector — Diameter  8  Inches 
Heav'y  One-Piece  Wire  Guard 
Opening  in  Bottom  to  Renew  Lamp 
Depth  from  Ceiling  13  Inches 

,,  $31.00 


\\'ired 


$24.00 


Wired 


Church  Fixtures — Gothic  Design 


No.  D-59 


One-Light 
Extends  12  Inches 
Length  17  Inches 
Fitter  6  Inches 
Glass  10  X  6  Inches 

Wired . $24.00 


Su^^ested  Finish^  Statuary  "Fronxe 


No.  D-60 
One-Light 

Diameter  at  Ceiling  9  Inches 
Length  20  Inches 
Fitter  6  Inches 
Glass  12j4  X 10  Inches 
Wired  .  $19.50 


No.  D-61 

One-Light 
Length  48  Inches 
Fitter  9  Inches 
Glass  17x14  Inches 

Wired . $38.00 


No.  D-62 


One-Light 
Length  36  Inches 
Fitter  6  Inches 
Glass  14x  12  Inches 


Wired . $24.00 
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Cut  S/io^vs  Seven-Light  Fixture,  Classic  Design 


No.  S-543 


Seven-Light 
Spread  48  Inches 
Diameter  Center  Globe  16  Inches 
Diameter  Side  Globes  10  Inches 

Wired . $716.00 


No.  X-10629 
One-Light 
Diameter  8  Inches 

Wired . $63.00 

Diameter  10  Inches 

Wired . $67.00 

Diameter  12  Inches 

Wired . $71.00 

Diameter  16  Inches 

Wired . $83.00 

Cut  Shows 
Gothic  Design 


The  architectural  de¬ 
sign  of  the  average 
cHurch  is  Gothic,  Ro¬ 
manesque  or  Classic. 
The  fixtures  illustrated 
on  this  page  can  be 
furnished  in  any  one 
of  these  designs.  The 
globes  consist  of  bent 
Art  Glass  panels  and 
the  frame  is  metal. 


One-Light 
Extends  8  Inches 
Back  Plate  9x4  Inches 
Glass  9x5  Inches 

Wired . $52.00 

Cut  Shows  Gothic  Design 


No.  X-10616 
Two-Light 
Diameter  12  Inches 

Wired . $49.50 

Diameter  14  Inches 

Wired . $53.50 

Diameter  16  Inches 

Wired . $61.50 

Diameter  18  Inches 

Wired . $73.50 

Cut  Shows  Gothic  Design 


No.  X-10685 


No.  X-10614 
One-Light 
Diameter  8  Inches 

Wired . $49.50 

Diameter  10  Inches 

Wired . $53.50 

Diameter  12  Inches 
VV'ired . $57.50 

Cut  Shows 
Gothic  Design 


Five-Light 
Spread  36  Inches 
Diameter  Center  Globe  12  Inches 
Diameter  Side  Globes  8  Inches 

Wired . $340.00 
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Church  Fixtures 


Compo — Cjothic  TDesigii — Atitique  Cjold  Finish 


Two-Light 
Extends  5  Inches 
Back  Plate  20  x  8  Inches 
Spread  11  Inches 
\\'ired .  . $66.00 

No.  X-I7914 
Three-Light 
Same  as  Above 

Wired . $82.00 


No.  X-1016 


Five-Light 

Spread  12  Inches — Length  48  Inches 
Wired . $66.00 


Eleven-Light 

Three-Lights  Inside — Eight  Lights  Outside 
Spread  22  Inches — Length  84  Inches 
Wired . $198.00 


I'wo-Light 

Diameter  12  Inches — Length  36  Inches 
.■\rt  (Hass  Panels 
Wired . $66.00 


One-Light 

Diameter  854  Inches 
Length  4  Inches 

Wired . $14.00 


No.  X-1020 

Three-Light 
Diameter  12  Inches 
Length  7  Inches 

Wired . $34.00 


Diameter  17  Inches 
Depth  14  Inches 

Wired . $60.00 

No.  X-1017 
Five-Light 
Diameter  12  Inches 
Depth  11  Inches 

Wired . $39.00 

Six-Light 

Same  as  Five-Light 
Wired . $42.00 


Church  Fixtures 

Covipo — Cjothtc  T)esipi  Antique  Qold  Finish 


No.  X-1024 


Seven-Light 

One  Light  Inside — Six  Lights  Outside 
Diameter  17  Inches — Length  72  Inches 
(jiass  12  x  IS  Inches — Fitter  9  Inches 

Wired  with  Glass . $114.00 


No.  X-1001 

Two-Light 
Diameter  16  Inches 
Length  11  Inches 
Art  Glass  Panels 

Wired . $64.00 


One-Light 
Length  36  Inches 
Glass  14x1554  Inches 
Fitter  6  Inches 

Wired . $39.50 
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No.  691-R 

One-Light 
Exit  Bracket 
Statuary  Bronze  Finish 
Extends  6  Inches 
Ruby  Exit  Ball  6x3j4  Inches 


No.  S-62421 

One-Light 
Exit  Sign 

Statuary  Bronze  Finish 
For  Use  Where  Outlet  Is  on  the  Wall  Surfa 
Ruby  or  Green  Glass 
Circular  Face 
Back  12x8  Inches 
Six-Inch  Letters 


No.  691-H 

One-Light 
Exit  Bracket 
Statuary  Bronze  Finish 
Extends  6  Inches 
Hexagonal  Ruby  Exit  Ball 
6  X  Inches 

Wi  red  with  Glass .  . $10.50 


No.  4025 

One-Light 
Exit  Sign 

.■\ntique  Gold  Finish 
19  X  8^  Inches 
Six-Inch  Letters 

This  Exit  Sign  is  furnished  complete  with 
metal  box  12j4  x  6^4  *  4^4  inches  deep,  for 
either  flush  or  exposed  installation.  The  face 
of  this  sign  is  Compolite  Fibre,  with  cut-out 
letters,  backed  by  cased  Ruby  or  Green  Glass, 
frosted  one  side.  When  lighted  the  letters 
stand  out  prominently  in  red  or  green  and  no 
white  light  is  visible,  which  often  is  a  dis¬ 
turbing  feature  in  photoplay  houses. 

Wired . $28.00 


Three-Light  X 

Compolite  Illuminated  Mirror  I 

Antique  Gold  Finish  J 

Art  Glass  Hood 
For  Theater  Lobbies 
Mirror  36  x  24  Inches 
Hood  26  Inches  Wide,  10  Inches  Deep 


No.  4025-A 


No.  4025-B 


One-Light 
Men’s  Sign 
Antique  Gold  Finish 
19  X  8J4  Inches 

Wired . $28.00 


One-Light 
Ladies’  Sign 
Antique  Gold  Finish 
19  X  S'H  Inches 

Wired . $28.00 


These  Toilet  Signs  are  furnished  complete  with  metal 
box  12j4  X  654  X  4}4  inches  deep,  for  either  flush  or  ex¬ 
posed  installation.  The  face  is  Compolite  Fibre  with  a 
white  frosted  glass  plate  and  black  silhouette.  These 
signs  are  inoffensive  and  unmistakable  in  their  message  in 
public  places  and  are  especially  suitable  for  photoplay 
houses.  Amber  or  colored  lamps  can  be  used  to  tone  down 
the  light  to  the  desired  intensity. 


No.  507-10MS 

One-Light 

Metal,  Polychrome  Finish 
Mermaid  Design  Electric  Fountain 
Art  Glass  Splash  Ring 
Height  Over  All  38  Inches 
Pedestal  Base  14  Inches  Diameter 
Wired . $200.00 


No.  X-4220-A 


■ 

r 

I 


I 

I 


Wired  with  Glass 


$9.50 


Wired 


$231.00 


Wired 


$36.00 


Bowling  and  Billiard  Fixtures 


One-Light 
Bowling  Alley 
Fixtures 
For  Use  Over 
Alleys 

Statuary  Bronze 
Finish 

Length  36  Inches 
Cased  Green  Glass 
Angle  Reflector 
White  Inside 


No.  XF-1124 
Two-Light 

Hand-Wrought  Billiard  Fixture 
Swedish  Iron  Finish 
Spread  42  Inches  Over  All 
Length  36  Inches 
Hand-Wrought  Iron  Reflectors 
White  Inside — Diameter  14  Inches 

Wired . $56.00 


No.  A-128P 
One-Light 

Bowling  Alley  Fixture 
For  Use  Over  Pit 
Statuary  Bronze  Finish 
Length  36  Inches 
Steel  Reflector 

White  Inside — Diameter  14  Inches 
Wired . $7.50 


Three-Light 
Billiard  Room  Fixture 
Statuary  Bronze  Finish 
Spread  48  Inches — Length  48  Inches 
Spun  Dome  Reflectors — Diameter  10  Inches 
White  Inside 


Wired 


$50.00 


Wired . $7.00 


Add  $2.00  for  IViring  With  Switch 
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Poly-Gold  Body  Fixtures 


No.  2363 

Three-Light 

Spread  13  Inches — Length  36  Inches 
Ball  Lamp  Adapters 


No.  2364 


Four-Light 

Spread  17  Inches — Length  36  Inches 
Ball  Lamp  Adapters 


.$  7.50 
$11.50 


Bare  .. 
Wired 


$5.90 

$8,90 
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Bare  ... 
Wired 


No.  2365 

Five-Light 
Spread  17  Inches 
Length  36  Inches 
Ball  Lamp  -Adapters 

Bare . $  8.60 

Wired . $13.60 


No.  2053-A 

One-Light 
Extends  4  Inches 
Back  Plate 
x4l4  Inches 
Ball  Lamp  Adapter 

Bare . $1.50 

Wired . $2.50 


No.  2366 


No.  2052-A 


Unique 

Design 


Substantially 

l^uilt 


One-Light 
Extends  4  Inches 
Back  Plate 
eYz  X  4J4  Inches 

Bare . $1.70 

Wired . $2.70 


Five-Light 

Four  Lights  Around — One  Light  Inside 
Spread  20^4  Inches — Length  36  Inches 
Ball  Lamp  Adapters 

Bare . $10.00  Wired . $15.00 

\^'ired  with  Bowl . $18.50 
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Browntone  and  French  Gray  Body  Fixtures 


No.  2864-B 
Four-Light 

Spread  17  Inches — Length  36  Inches 
Ball  Lamp  Adapters 

Bare . $5.50 

Wired . . $9.50 


French  Qray 

A  Refined  Gray  Finish 
with  Polished  Gold 
High  Lights. 


13rowntone 

An  Attractive  Brown  Fin¬ 
ish  with  Polished  Gold 
High  Lights. 


No.  2862-B 
Two-Light 

Spread  13  Inches — Length  36  Inches 
Ball  Lamp  Adapters 


No.  2863-B 
Three-Light 

Spread  13  Inches — Length  36  Inches 
Ball  Lamp  Adapters 


Bare  .. 
Wired 


$3.40 

$5.40 


74 


Bare  .. 
Wired 


$4.80 

$7.80 


Browntone  and  French  Gray  Body  Fixtures 


No.  2860^ 

One-Light 
Extends  3^4  Inches 
Back  Plate 
6J4  X  Inches 

Bare . $1.50 

Wired . $2.50 


No.  2860-B 


One-Light 
Extends  V/z  Inches 
Back  Plate 
6^4  X  4j4  Inches 
Ball  Lamp  Adapter 


Bare . $1.20 

Wired . $2.20 


No.  2861-B 

One-Light 
Length  36  Inches 
Ball  Lamp  Adapter 

Bare .  $1.30 

Wired . $2.30 


No.  2866-B 


browntone  or  French  Qray  Finish 


No.  2865-B 
Five-Light 

Spread  17  Inches — Length  36  Inches 
Ball  Lamp  Adapters 

Bare . $6.50  Wired . $11.50 


Five-Light 

Four  Lights  Around — One  Light  Inside 
Spread  20  Inches— Length  36  Inches 
Ball  Lamp  Adapters 

Bare . $6.80  Wired . $11.80 

Wired  with  Bowl . $15.30 
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Pittsburgh  Reflectors 

Silver  Tlated 


No.  51 


No.  100 


No.  52 


Pittsburgh  Reflector 
Height  8}/s  Inches — Width  9^  Inches 
Front  to  Back  Inches 
Center  to  Back  3^  Inches 
Holder  2*4  Inches — Form  “O” 
Lamps — 100  W.  A-23  (inside  frosted) 
and  100-150-200  W.  clear 
Reflector  and  One  Adapter: 

Price  .  $5.00 


No.  75 

Pittsburgh  Reflector 
Height  6  Inches 
Width  lYi  Inches 
Front  to  Back  7\%  Inches 
Center  to  Back  2ii  Inches 
Holder  2)4  Inches — Form“H" 
Lamps — 100  W.  A-23  (inside 
frosted)  and  75  W.  clear 
Price  .  $4.00 


Pittsburgh  Reflector 
Height  8i^  Inches — Width  9)4  Inches 
Front  to  Back  8)2  Inches 
Center  to  Back  3^4  Inches 
Holder  2)4  Inches — Form  “O” 
Lamp— 100  W.  A-23  or  100-150-200 
W.  clear 

Pirce  .  $4.50 


No.  1 

“Easy-To-Install”  Conduit 
20-(lauge  Galvanized  Steel  Channel,  fitted  with  necessary 
Porcelain  Receptacles,  not  wired 
Size  l^c  Inches  High  by  1^4  Inches  Wide 
BX  Connectors  furnished  at  end,  top  or  bottom,  as 
required — .Accommodates  six  No.  12  wires 


Prices  Unwired,  Per  Receptacle: 

With  Receptacles  Spaced  Up  to  12-Inch  Centers . $2.00 

More  Than  12  Inches  Up  to  18  Inches . $2.20 

More  Than  18  Inches  Up  to  24  Inches . $2.30 

More  'Fhan  24  Inches  Up  to  36  Inches . $2.50 


Pittsburgh  Reflector 
Height  8i§  Inches — Width  9  Inches 
Front  to  Back  9)4  Inches 
Center  to  Back  3)4  Inches 
Holder  2)4  Inches — Form  “O'’ 
Lamps — 100  W.  A-23  (inside  frosted) 
and  100-150-200  W.  clear 
Reflector  and  One  Adapter: 

Price  .  $5.00 


No.  71 

Pittsburgh  Reflector 
Height  5)4  Inches 
Width  6  Inches 
Front  to  Back  6)4  Inches 
Center  to  Back  2f4  Inches 
Holder  2)4  Inches — Form'TF’ 
Lamps — 100  W.  A-23  (inside 
frosted)  and  75  W.  clear 
Price  .  $3.50 


No.  200 

Pittsburgh  Windo-Spot 
Reflector  10  Inches  Diameter 
12  Inches  from  Front  of  Reflector  to 
Back  of  Socket 

Lamp — Fype  “C”  200  W.  must 
be  used 

Furnished  Complete,  excepting  Lamp, 
and  including  4  Feet  of 
Cord  and  Plug 

Price  .  $10.00 


No.  500 

Pittsburgh  Windo-Spot 
Height  Over  .All,  including 
Bracket,  18  Inches 

Furnished  Complete,  as  shown,  with¬ 
out  Lamp,  and  including  3  Feet 
of  .Armored  Cable  and 
.Attachment  Plug 

Price  .  $22.00 


NOTE — No.  100  suitable  for  the  average  window.  No.  51  for  high,  shallow  windows  or 
island  windows.  No.  52  where  Reflectors  are  to  be  mounted  in  level  ceiling.  .All  of  these 
Reflectors  regularly  furnished  with  Holder  Adapter  suitable  for  use  with  150-watt  Lamps.  If 
other  Lamps  are  to  be  used,  as  the  .A-23  (inside  frosted)  and  the  200-watt,  so  specify  and 
suitable  Holder  Adapters  will  be  furnished. 

“Easy-'Fo-lnstair’  Conduit  made  up  to  fit  each  individual  window.  When  ordering  give 
rough  floor  plan  with  glass  measurements,  number  of  Reflectors  to  be  used  and  size  of  Lamp. 
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No.  500 

Pittsburgh  Reflector 
Height  \M jil  Inches 
Width  12  Inches 
Front  to  Back  12  27/32  Inches 
Center  to  Back  4  19/32  Inches 
Holder — Reflector  is  equipped  with 
Holder,  Mogul  Socket  and  Cap 
tapped  for  j4-inch  conduit 
Lamps — 300-500  W. 

Price . $12.50 

¥  nr  high-intensity  lighting 


No.  102 

Pittsburgh  Reflector 
Height  8^4  Inches — Width  9^  Inches 
Front  to  Back  9*4  Inches 
Center  to  Back  4  Inches 
Holder  2J4  Inches — Form  “O" 
Lamp — 100  W.  A-23  (inside  frosted) 

Price . $5.50 

Dual-purpose  Reflector  —  lighting  trim 
as  ovell  as  sign 


Pittsburgh  Reflectors 

Sliver  ‘''Plated 


No.  551 

Pittsburgh  Reflector 
Height  14  7/32  Inches 
Width  12  Inches 
Front  to  Back  12)4  Inches 
Center  to  Back  SiV  Inches 
(Receptacles  to  be  spaced  6  inches 
O.  C.  from  glass) 

Holder — Reflector  is  equipped  with 
Holder,  Mogul  Socket  and  Cap 
tapped  for  54-inch  conduit 
Lamps — 300-500  W. 

Price . . . $12.50 

For  high-intensity  lighting 


No.  1 

Pittsburgh  Color-Lite 

For  use  with  Reflectors  No. 

51,  No.  52,  No.  100,  Windo- 
Spot  No.  200  and  the 
Windo-Flood 

Includes  four  gelatin  sheets, 
one  each  red,  blue,  green 
and  amber 

Price . $3.00 


Pittsburgh  Color-Lite 

For  use  with  Reflectors  No.  51,  No.  52,  No.  100,  Windo-Spot 
No.  2(X)  and  the  Windo-Flood.  Color  medium  is  glass, 
same  as  used  for  railroad  signal  work.  Colors 
red,  blue,  green  and  amber 

Price,  including  one  color  of  glass . $3.00 


Pittsburgh  Windo-Flood 

Same  as  Windo-Spot  No.  200,  excepting  that  Reflector  has  a 

different  design,  giving  wider 
distribution  of  light,  with  less 
intense  central  spot 
Lamp — Use  only  Type  “C 
200  W. 

Complete,  excepting  Lamp,  and 
including  4  Feet  of  Cord 
with  Plug 


Priee . $10.00 

With  Color-Lite  . $13.00 


Wall 


Pittsburgh  Portable  Base 
For  use  with  Windo-Spot  or  Windo-Flood 
Cast  Iron — 8-Inch  Diameter 
Plate  of  Windo-Spot  No.  200  or  Windo-Flood  is 
screwed  to  the  portable  base 


Price., 


to  be 
$1.00 


Flood-Lighting  Units 

for  lighting  building  exteriors,  monuments,  playgrounds,  swim¬ 
ming  pools  and  beaches,  tennis  courts,  golf  greens,  flags,  signs, 
industrial  plants,  railroad  and  shipping  yards,  roundhouses, 
construction  work,  etc. 

For  color-lighting  use  FLC-500  with  color  caps, 
which  are  available. 


No.  FL-300 

Pittsburgh  Flood-Lite 
Lamp — 300  W. 

Designed  for  broad  distribution, 
short  range  flood 
lighting 

Price . $42.50 


No.  FL-500 

Pittsburgh  Flood-Lite 
Lamps— 300-500  W. 

Price . $70.00 

No.  FL-1000 

Same  as  FL-500,  excepting  a 
different  Reflector 
Lamp  Sizes — 750-1000  W. 
Price . $70.00 
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TDesk  Lamp 


No.  130 
One-Light 
“Menestral” 
Bronze  Electrolier 
Height  16  Inches 
Diameter  of  Base 
4  Inches 

$12.80 


No.  131 


One-Light 
“Esmeralda” 
Bronze  Electrolier 
Height  16  Inches 
Diameter  of  Base 
4  Inches 

$12.80 


No.  8067 
One-Light 
Desk  Lamp 
Bronze, 

Dark  Green  or 
Light  Verde  Green 
Finish 

12-Inch  Flexible 
Arm 

7-Inch  Metal  Shade 
$4.20 


No.  134 
Two-Light 
“Chanson” 
Bronze  Electrolie 
Height  22  Inches 
Diameter  of  Base  5  I 

$20.00 


No.  132 
One-Light 
“Le  Jour” 
Bronze  Electrolier 
Height  20  Inches 
Diameter  of  Base 
4J4  Inches 

$14.40 


No.  135 
Two-Light 
“Musique” 

Bronze  Electrolier 
Height  22  Inches 
Diameter  of  Base  5  Inches 

$20.00 


No.  133 
One-Light 
“La  Nuit” 
Bronze  Electrolier 
Height  20  Inches 
Diameter  of  Base 
4J4  Inches 

$14.40 
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No.  8734-K 
One-Light 
Base  8  Inches 
Height  18  Inches 

Brush  Brass . $12.00 

Statuary  Bronze  ..$13.00 


No.  0669 
One-Light 

Oval  Base  6J4  x  Inches 
Round  Glass  Shade 
Diameter  6  Inches 
Height  15  Inches — .Adjustable  Arm 


Brush  Brass  . $  9.00 

Statuary  Bronze  . $10.00 


Brush  Brass  . $20.00 

Statuary  Bronze  . $21.00 


No.  8734-K 

Two-Light 
Base  8  Inches 
Height 
19  Inches 


No.  873414-E 
One-Light 
Base  X  7  Inches 
Height  18  Inches 
Inkwell  in  Base 

Brush  Brass  .  . $15.00 

Statuary  Bronze  . $16.00 


No.  8734-B 

One-Light 
Base  7  Inches 
Height  18  Inches 

Brush  Brass  . $12.00 

Statuary  Bronze . $13.00 


No.  8734-C 
Two-Light 
Base  7  Inches 
Height 
19  Inches 
Brush  Brass 
$24.00 
Statuary 
Bronze 
$25.00 


No.  8734-AM 
One-Light 

Adding  Machine  Light 
Vertical  and  Horizontal 
Adjustment 

Black  Enamel . $13.00 


One-Light 
Emeralite  Junior 
Clamps,  Hangs  or 
Stands  Anywhere 
Old  Gold . $6.50 


No.  0663 

One-Light 
Pulpit  Light 
Stem  Telescopes 
Adjustable  Frame 
9  to  IS  Inches 
Mounted  on  Adjustable 
Joint  Attached  to 
2J4-Inch  Base 

Brush  Brass  . $12.00 

Statuary  Bronze . $13.00 


No.  0660 


One-Light 

Telescoping 

Stem 

Adjustable 
from  22  to  52 
Inches 
Base 

9j4  Inches 
Shade 
7j4  Inches 


Brush  Brass 
$16.00 

Statuary  Bronze 
$17.00 
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